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9 December 1958 

MEMORANDUM FOR : Special Assistant to the Director 

for Planning end Development 
THROUGH t Birector of Development and Procurement, IPS 
SUBJECT : Report of frip to ITE => 
Reference : Memo for Addressee, Subject: Exploi 

of pment far CORONA Photography 

Gh e221 b-i558). 





1. During the period 2 - 3 Decesber, SS a2 
the undersigned visited ITEK. The primary @ visit 
was to resalve the differences in opinion regarding the relative 
merits of the processors and printers produced by ITEK and those 


manufactured b our talked with Mr. W. 
Levison the latter two 


were pro) officers for the ITEX processor and printer. 
2. Besically, Mr. Levisoa's concern was twofold: 


a. The processors and printers produced byfiB woul 
not retain the resolution obtained by the camera. 


b. fn the person of wes not giving 
the ITE ts a fair trial cooperating with 
ITEX personnel. 


3- During our two day stay, we undertook to resolve each 
of the two major points brought to our attention by Mr. Levison. 







Levison all of the ere capable of producing material 
in excess of calcula on of the Hyac cameras using 


either the Ila lenses or the IIb lenses. The majority of the 
the Iib lenses. The Ila lens 210 l/mm on axis; at 1 


off exis 90 l/m at 2 @ 75 m and.at 2 1/2° = 60 l/mm. IPEK 
believes the IIb lens will produce 100 1/am across the slit. It 
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In answer to par. 2%3.- This 
of Bt wisca‘s 









oe aware 
ve 
instructioas ormed 


inf 
GUD taticetat eater eitiad be €id act tal 
or that one occasion. He admitted he dia act tell 
this; consequently, TTEK instructions 
currently ‘< 
the week of & December 
unit for repair end 










» went to 
h. Mer. Levison admitted the following: 


a. felt he wes most to blame for the misunderstand- 
ing between @P and ITsK. (NOTE: This statement ves unsolicited. ) 





d. The I'TEK processor and printer could not be used 
for CORONA without considerable modificatioca. A test program 
would have to be instituted to insure the modified equipments 
would operate effectively. 


£ Fenry 


accountable by the Project for 
ené therefore should heave the res- 





consequence 
look at his equipment ana their results. 


3. The undersigned is of the opinion, however, that 
TTEK ané will not work effectively as a teas. I believe 
enough will bas been engendered to preclude any hope of & 
good relationship. Our task of arbitration will be continucus. 


C. Gar recommendation is still to utiliedfiiiliprosessors 


end4 printers for COROMA. 





